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FOREWORD AND IMPORTANT INFORMATION 


For more than 45 years NICOPRESS SLEEVES have been used with 
aircraft control cable, wire rope, and fiber rope. NICOPRESS OVAL 
SLEEVES are used to eye-splice, and NICOPRESS STOP SLEEVES are used 
to terminate cable and rope. 


For convenient and proper compression of Nicopress Sleeves both in 
the field and in the shop, many types of Nicopress Tools are available. 
They include: 

Bench Tools Manual Hydraulic Tools 
Hand Tools Power Hydraulic Tools 


Detailed instruction sheets showing proper tool operation and adjust- 
ment, plus gauges for checking sleeve compression are packaged with 
each tool. For customers wishing to utilize their own power press equip- 
ment, we will furnish the necessary die groove dimensions required to 
fabricate special dies. 


We have determined through pull testing that copper and plated 
copper Nicopress Oval Sleeves will hold military specification grade aircraft 
control cable in tension until it breaks, when the cable is made to military 
specifications: MIL-W-83420, dated 9-7-73 for cable constructions 3 x 7, 
7 x7, and 7 x 19, and MIL-W-1511A-4 dated 2-20-64 and MIL-W-5424B 
dated 1-10-72 for cable constructions 6 x 19 IWRC. 


However, other types and grades of cable exist and may be used with 
Nicopress Sleeves. In order to establish the exact holding power of a Nico- 
press sleeve when used with other types of cable, we recommend pull 
testing prior to use. This step insures the proper selection of materials, the 
correct pressing procedure, and an adequate margin of safety for the 
intended use. 


Nicopress sleeves are available in other materials such as aluminum 
and stainless steel. 
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NICOPRESS FINISHED NICOPRESS FINISHED 
OVAL SLEEVE EYE SPLICE STOP SLEEVE STOP 
COPPER OVAL SLEEVES 
NICOPRESS OVAL APPROX. | SLEEVE SLEEVE 
SLEEVE STOCK NO. WEIGHT LENGTH LENGTH 
NICOPRESS PER 1000 BEFORE AFTER 
CABLE PLAIN ZINC-PLATED HAND TOOL SLEEVES COMPRESSED COMPRESSED 
SIZE COPPER COPPER STOCK NO. LBS. APPROX. APPROX. 
1/32" |_17-1-B 27-1-B *17-BA | 6 SSCid/4” ~—=«d;C~=«é 18” 
3/64” 18-11-B4 28-11-B4 51-B4-887 | = 2 | 3/8" | 7/16" 
i/o" [| ve-1-c | 2e-1-c —|_-5i-c-ee7 | 3S] ~S8/8”—Ss«|—Ss7 18" 
3/32” | 18-2-G =| 28-26 | 51-G-887 | ~=5 S| ~—S3/a” | 7/16” 
/i/e" | 18-3-M | 28-3-M | 51-M-850__ 17 9/16" 
5/32” | _18-4-P 28-4-P 51-P-850 23 
3/16” | 18-6-X | 28-6-X 51-X-850 49 15/16” 1-3/16” 
7/32" | _18-8-F2 28-8-F2_| 51-F2-850 56 1-1/6” 
1/4” 18-10-F6 28-10-F6 | 3-F6-950 | 80 1-1/8” 1-1/2” 
5/16” | 18-13-69 | 28-13-69 | 3-G9-950 | 1-1/16" 1-3/8” 
NO. 635 HYDRAULIC TOOL DIES 











37a” | 18-23-H5 | 28-23-H5— | Oval HS | 153.=«|~S=*d-1/4”_—~«—=*-5/8” 
7/6” | 18-24-38 | 28-24-38 | Oval 8 | -302~=«(;:~SCi«*d-3/”~—=«YSi 8/18” 
aj" | 18-25-Ke | 28-25-Ke | OvalKe | 410~—~*«|—*it-7/e”_—~| 2-1/2" 
- 9/16" | 18-27-m1_ | 26-27-M1_| Oval M1 | __551 2° 
Wk ad 18-28-N5 28-28-N5 Oval N5 802 | 2-3/8" | 3-1/8” 
COPPER STOP SLEEVES 
APPROX. SLEEVE ** TYPICAL 
OUTSIDE WEIGHT LENGTH HOLDING 
NICOPRESS NICOPRESS DIAMETER PER 1000 BEFORE STRENGTH OF 
CABLE STOP SLEEVE HAND TOOL OF SLEEVES COMPRESSED STOP SLEEVE 
SIZE STOCK NO. STOCK NO. SLEEVE LBS. APPROX. LBS. 
3/4 fia" |i 
240 
pyre” ari-t-c | 51-c-a7_| 13/6a” [2 «YS a” «| SCO 
aie” [ee a7i-1-@ | 51-0-929 | 1/4" =| SoSC«dYSCti SSC 
a 871-17-J " " 
> 3732" [e71-3-@ | 51-0-029 | 1/4” 550 
” 871-18-J " " 
871-19-M sie” | _‘1,200 
= 871-20-M " " 
sem | 7a” 57a” | 2,500 
aja" | e71-23-F6 | 3-F6-950 | 21/32" | 60 ~*+(| 4/16” | 3,500 
/—syie” | a71-26-F6 | 3-F6-950 | 21/32" | 60 ~+| —11/16"__| 4,000 


*Formerly 17-1 Tool. 
**Holding strengths shown are based on use of galvanized aircraft cable. 
***Electro Galvanized Steel Sleeves. 























*NICOPRESS TOOLS 













WEIGHT SLEEVE SLEEVE 






















NICOPRESS SINGLE GROOVE MULTI-GROOVE (LBS.) LENGTH LENGTH 
OVAL SLEEVE HAND TOOL HAND TOOL NUMBER 635 PER 1000 BEFORE AFTER 
STOCK STOCK STOCK HYDRAULIC SLEEVES COMPRESSION COMPRESSION 
NUMBER NUMBER NUMBER TOOL DIE APPROX. APPROX. APPROX. 


3/64" | 428-1.5-VB4 | 51-B4-887 | 33V-CGB4 ovaLB4 | 2 | 3/8" | 7/16" 
" 33V-CGB4 
" 33V-CGB4 
5/2" | anasve | sieser | 2" | ovae | 6 | ae | 7/6 
" 64-CGMP " na 
" 64-CGMP " " 
3/16" | 428-6-VX 51-X-850 63-XPM OVALX | 49 | 15/16” 1-3/16" 








5/16” | 428-10-VG9 | 3-G9-950 OVAL G9 1-116" 1-3/8" 
3/8” | 428-12-VH5 | OVAL H5 1-3/16" 1-1/2" 


od 
5/” | 428-20-VNS_| + —S—SS—~d~SCALNS | aaa |g" 3.1/4" 


The 428 Series oval sleeves are made from special materials and are specifically designed for use with stainless steel aircraft cable. 
SLEEVE APP RO. Pbteade NUMBER 635 
LENGTH 
EFORE HAND TOOL 
NUMBER send 
SLEEVES COMPRESSION 
/ 
1/16” 168-2-VB4 1-1/2 51-B4-887 OVAL B4 
/ 
6/32" 168-5-VM 23/32” 51-M-850 OVAL M 
14/9" OVAL F2 
Conform to military standard (MS-51844) 


The tin plating gives this Nicopress sleeve a distinctive appearance. 
NICOPRESS OVAL SLEEVES NICOPRESS TOOL SELECTION 
CABLE SIZE STOCK aS HYDRAULIC 
TOOL DIE 
168-1.5-VB4 1-1/2 51-B 4-887 OVAL B4 
3 8”’ 
3/32” 168-3-VC 2-1/4 51-C-887 OVAL C 
oe ] mew |e 7 
ve | Ve87VX OVAL 
*Information on power press dies for high speed production will be furnished 
upon request. 


1-3/4” 2-5/16" 


7/16" | 428-14-VJ8 
/2" | 428-16-VK8 
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NICOPRESS OVAL SLEEVES 


NICOPRESS NICOPRESS APPROX. WEIGHT SLEEVE LENGTH 
OVAL SLEEVES HAND TOOLS PER 1000 BEFORE COMPRESSED SLEEVE LENGTH 
STOCK NO. STOCK NO. SLEEVES—LBS. APPROX. AFTER COMPRESSED 
188-2-VC 51-C-887 7/16" 
3/32" 188-3-VG 51-G-887 9/16" 


































1/16” 
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4” 188-8-VF6 | 3-F6-950 1-1/8” 1-7/16” 


/ 
NO. 635 HYDRAULIC TOOL DIES 


sje _| 88-1. a 
7/16" 188-14-VK8 Oval K8 rs 1-7/8" 2-3/8" 












3 
1/2” 188-16-VMI1 2-1/8" 2-3/4" 


NICOPRESS OVAL SLEEVES 


SLEEVE LENGTH 
APPROX. WEIGHT PER BEFORE COMPRESSED 
1000 SLEEVES—LBS. APPROX. 
ae 
11/16" 





























NICOPRESS NICOPRESS 


OVAL SLEEVES HAND TOOLS 
STOCK NO. STOCK NO. 


ine 
yer | 1700-m | _si-m-850 
sie" | sea «| —si-P-850 
i 
NO. 635 HYDRAULIC TOOL DIES 
sis" [_wooes | 1700.63 | 30 
sya" | woos | woos «| Sas «|S 
ye | 700-18 | aveoe 




















NOTE: Mechanical hand tools and bench tools are available for compressing sleeves onto cable 
1/32” to 5/16”. Larger cable sizes require use of the Nicopress #635 hydraulic tool with 
pressing dies. Information on power press dies for high speed production will be furnished 
upon request. 


Number 17-BA 
Nicopress Tool 


TOO! -LONGW fence ees 814” 
Shipping Weight ............ ¥, pounds 
Important: Make 2 Presses Per Sleeve 





Number 17-B4 
Nicopress Tool 


WOOL LLOTHAUD 2esccccetcrsvycksiadens,cseke 8%" 
Shipping Weight ............ ¥, pounds 
Important: Make 3 Presses Per Sleeve 


Number 33V-CGB4 
Nicopress Tool 


HOG LOIMNUN Do ccc ve padeecdacsetdusarcenss 113%4” 
Shipping Weight .......... 2% pounds 


@vb4 


Splices made with these tools typically hold military specification 
grade aircraft control cable in tension until the cable breaks. To 
insure good splices, make the proper number of presses in each 
sleeve. Applications that require continuous and frequent sleeve 
pressing call for the use of our larger toggle action tools, or power 
press equipment. 





¥32"” oval sleeves and stop sleeves can be pressed 
with this tool. Light weight, low cost, this handy 
field tool can be used with small diameter steel 
aircraft cable. Use the 17-BA tool to press Nico- 
press Part Numbers 17-1-B and 27-1-B oval 
sleeves and the 871-32-B stop sleeve. 





This tool used to press 3%,” oval sleeves onto 
steel aircraft cable. The 17-B4 tool will reach 
confined spaces which larger tools cannot. Use 
this tool to press Nicopress Part Numbers 18- 
11-B4, 28-11-B4 and 428-1.5-VB4 oval sleeves. 


When several small diameter cables are being 
used, we recommend this multi-groove tool. The 
33V-CGB4 has three pressing grooves which 
press oval sleeves %4” (B-4), 46” (C) and %2” (G). 












































Tool Length .................. 
Shipping Weight ..2-1/2 pounds 


A small hand tool with two sleeve- 
pressing grooves in the head. It is 
used for splicing with Nicopress 
Oval and Stop Sleeves having 
“C" or “G" letters in their Stock 
Numbers. 


Tool Length .................. 18-1/4” 
Shipping Weight ..5-1/4 pounds 
Each tool has a single sleeve- 
pressing groove for the size of 


cable. Range accommodated — 
3/64” through 7/32”. 








TOO LOGE oisciccsssenenvencemnnswens 
Shipping Weight .......... 6 pounds 


These are multiple sleeve-pressing 
groove hand tools. The No. 63Y- 
XPM has three grooves and is used 
only with Oval Sleeves. For cable 
sizes 1/8”, 5/32” and 3/16”. 

The No. 64-CGMP has four grooves 
and is used for Oval Sleeves in the 
range of cable sizes from 1/16” 
through 5/32”. The ‘‘C’’ groove 
is also used for the No. 871-1-C 
Stop Sleeve. 


The newest tool in the Nicopress line 
combines two important functions .. . 
cable cutting and oval sleeve pressing. 
The 64-CGMP/Cutter Tool eliminates the 
handling of two separate tools. Engi- 
neered for field conditions, this tool is 
made from drop-forged alloy steel; the 
working surfaces are heat treated and 
specially hardened. Toggle action pro- 
vides high mechanical force and results 
in low cutting effort. Cutting blades can 
be reversed for long useful life. This ver- 
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The 64-CGMP/Cutter Tool presses’ This tool cuts mechanical steel cable 





Nicopress Oval Sleeves 1/16” (C), as large as 7/32”, the cutting surfaces satile field and shop tool cuts mechani- 
3/32” (G), 1/8” (M) and 5/32” (P). surround and support the cable while cal cable sizes up thru 7/32". 

In addition the 1/16” stop sleeve can it is being cut. There are no frayed cable 

be pressed with the C groove. ends and cable cuts are clean and round. on @ 





Tool Length ..................cceeeeeeees 20” 
Actual Weight .............. 5% pounds 


64-—CGMP 


OVAL CUTTER 
U S.PAT.NO 
3872528 


& 


ecSzZLg'e 
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Very low cutting effort is required to cut mechan- This single tool will cut and eye splice steel cable, 
ical steel cable up thru 7/32”. Hardened cutter eliminating the need for two separate tools. The 
blades surround and support the cable during the 64-CGMP/Cutter Tool eye splices four cable sizes 
cutting action which results in round, clean-cut — 1/16”, 3/32”, 1/8” and 5/32”. 

cable ends. 
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NO. 51 TOOLS FOR STOP SLEEVES 


The No. 51-MJ hand tool with two sleeve-pressing 
grooves is used for all M and J lettered Nicopress Stop 
Sleeves for cable sizes 3/32” through 7/32”. The ‘‘M”’ Tool Length cccesccccseseves 18-3/4” 
groove of this tool can also be used for the No. 18-3-M Shipping Weight ..5-1/4 pounds 
and No. 28-3-M Oval Sleeves. 


The No. 51-Q-929 single-groove tool is used for galva- 
nized steel Stop Sleeves No. 871-1-Q and No. 871-3-Q. 
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NO. 3 NICOPRESS TOOL 


These hand tools have single sleeve pressing groove 
heads which are available in the following styles: 


No. 3-F6-950 — For Oval and Stop Sleeves having 
‘“F6"' as a part of their Stock Numbers. 


BGOl LONGI ncccnessscovsssvenvevsies 33” 
No. 3-F2-950 — For oval sleeves having ‘'F2"’ as a part Shipping Weight.14-1/4 pounds 


of their Stock Numbers. 


No. 3-G9-950 — For No. 18-13-G9 and No. 28-13- 
G9 Oval Sleeves for 5/16” cable. 






10 


Nicopress 


Number HY12, HY12A, and HY12B 


Power Jaw Tools 


Actual Weight .................. 19% pounds Operating Pressure ............ 5000 P.S.I. 
Hydraulic Pressure 


Where continuous operation of 
hand tools reduces operator 
productivity, the Nicopress HY 
power hydraulic tool is recom- 
mended. For your convenience 
this tool can be hand held, coun- 
ter balanced, or bench mounted. 
The jaws of the tool respond to 
push button or manual control, 
closing fully and rapidly around the sleeve. 
Each sleeve is pressed uniformly. The HY 
power tool presses copper oval sleeves and 
stops as small as 3/64” and as large as 3/8”. 
All number 3 and number 30 tool heads will fit 
this tool with all heads being completely inter- 
changeable. 


Equipped with hanger eye, a clevis 
handle bar, and a quick disconnect 
coupling. It may be used with hand 
or power hydraulic pump and is es- 
pecially suited to bench mounting. 


Equipped with pistol grip handle, ac- 
tuating trigger switch, and an electri- 
cal plug for connecting the normally 
open trigger switch to a solenoid op- 
erated hydraulic valve. This provides 
for remote operation. The trigger 
switch can also operate a motor con- 
trol relay switch of a power pump. 


Includes all of the accessories of the 
HY12 tool plus a pistol grip for ease 
of handling. 





Jlicopress 


Designed to speed up bench type cable assembly work by 
MODEL allowing for one hand operation of bench press thereby freeing 
: up other hand to position sleeve and cable. Available in two sizes. 


TOOL LENGTH: 21” 
APPROX. WEIGHT: 6 LBS. 


Will accommodate the following interchangeable tool heads: = _ 
51-B4-887; 51-C-887; 51-G-887; = ) 
51-X-850; 51-F2-850; 64-CGMP; — — 
51-M-850; 51-P-850. F —w— . 

63V-XPM; 51-MJ. pee ae 









MODEL: 
TOOL LENGTH: 35” 


APPROX. WEIGHT: 19 LBS. 


Will accommodate the following interchangeable tool heads: 3-C- 
887; 3-G-887; 3-M-850; 3-P-850; 3-X-850; 3-F2-850; 3-F6-950; 3- 
G9-950; 3V-CGMP; 3V-F6:X:M; 3-MJ. 

The advantage of using these heads is that fewer presses are 
required per splice as compared to the No. 51 tools. For cable sizes 
1/8” through 5/32” only, one press is made per splice. 


NOTE: 

Heads may be 
removed from No. 51 - 
No. 63 and No. 64 
type hand tools and 
used in No. 510 Bench 
Mount. 


NOTE: 


Heads may be removed from No. 3 
Type Hand Tools and used in No. 300 
Bench Mount. 


SPECIFICATIONS 
The 3512 NICOPRESS® Hand Compression Tool e121 
—_ : -lon output 
is precision engineered for TROUBLE- 
FREE application of Nicopress sleeves: 
on-site, in-the-field, or at the plant. 
The Nicopress Model 3512 is match- 
mated for Nicopress sleeves to 
lower your total 
installation costs. 


@ Weight: 13 pounds 
@ Length: 23” 











FEATURES: 

e Range accommodated: 1/32” through 
through 1/2” Diameter cable. 

e Swivel Head pivots 180° for hard to 
reach splices. 

e Install all but the largest Nicopress 
Splicing Sleeves “in the field.” 

® Quick-Change compression dies. 






j . Larger Nicopress sleeves 

HYDRAULIC So require greater pressing 
TOOL a effort, and the No. 635 
oa ___— Hydraulic Tool is made for 

this purpose. Use the No. 

635 Hydraulic Tool to press 

the larger Nicopress oval 

sleeves and stop sleeves. 

Consult the inside pages 

of this catalog for proper 

tool and sleeve selection. 


For your convenience we 
manufacture 635 tool dies 
to press Nicopress sleeve 
sizes 3/64” thru 5/8”. If 


you have a requirement to 
press a sleeve with a 635 
tool die not listed in this 
catalog, please consult us 


Gasoline and Electric Powered ; 
On your exact requirement. 


Pumps Available 





CABLE 
CUTTER 
NO. 2498 





NO. 2498 CABLE CUTTER 


Cuts Clean — No Unraveled Strands 

Handles up to 5/8” Diameter Cable 

Cuts Composite, Stranded, and Flexible Cable 
Long Wear High Speed Steel Cutting Edges 
Cutter Sections Reversible for Double Life 
Fits No. 635 NICOPRESS Hydraulic Tool. 


5100 SUPERIOR AVE. e CLEVELAND, OHIO 44103 
(216) 361-0221 « FAX (216) 361-3111 


Patented in U.S. and Foreign Countries 
‘‘NICOPRESS" Registered in U.S. and Foreign Countries 


LITHO IN U.S.A. 
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